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Hoovel‘'S<^ys !^l! Show 
Oswald Hcd No Accomplices 



By RONALD SARRO 

star Staff Writer 



FBI Director J. Edgar Hoover 
said today that aU available 
evidence and facts point to the 
one conclusion that Lee Harvey 
Oswald acted alone in the 
assassination of President John 
F. Kennedy. 

“Not one shred of evidence 
has been developed to link any 
other person in, a consipracy 
with Oswald to assassinate 
President Kennedy,” Hoover 
said in refuting critics of the 
Warren Commission report. 

Hoover said the FBI reached 
its conclusion through a 
“prompt, intensive, objective 
and thorough investigation of 
the ^assassination” ordered by 
President Johnson. 

^■He _said the results of this 
; :,Wy.®®WS3tien “were accurately 
i to. the Warren . Com- 

• mission," which also concluded 

three years 

' ago thisiWfeek.,i ■ 

^®t^ oiadeL'3ocret reports s 
on the assassination which the t 
commisMon ■ considered ' along 
with other evidence. . The FBIl 
reports have been preserved, 

^ Thf been made public. 

The Star asked iloover for a 
fn assassination 

in light of recent confusion and 

doubt created about the vaHditv 

of fte commission findings in a 
rash of books, articles and 
statements. 

Asked About “Conflicts” 

In particular, Hoover was 
^ed to comment on alleged, 
conflicts concerning variances 
‘^ated Dec. 9, 
Jan. 13, 1964, and the 
official autopsy report made by 

ThP<=/\ J*’® commission 

These have been used by some 

sSnt ‘*'®^ ®®“®”"- 

On the over-all question of the 



commission’s final conclusion. 
Hoover said while critics have 
r every right to state their views, 
5 “they should show more regard 
s for the facts on record. 
ir “They have ignored certain 
5 facts, misinterpreted others, and 
1 expressed pure speculation as 
truth,” Hoover said. 

! Hoover said that,while there is 
’ a difference in information 
’ reported by the FBI and infor- 
1 mation in the autopsy report on 
' Kennedy’s wounds, “there is no 
! conflict. 

“The FBI reports record oral 
statements made by autopsy 
physicians while the examina- 
tion was being conducted and 
before all facts were known. The ■ 
autopsy report records the final 
findings of the examination.” 

He said two FBI agents were 
present as the autopsy was ’ 
conducted the night of Nov. 22, ' 
1963, at Bethesda Naval Hospi- ■ 
tal. Hoover said: i I 

[ “They reported .that Dr. : 
James J. Humes, chief autopsy ^ 
surgeon, located what appeared > 
to be a bullet hole in the back 



, below the shoulder and probed it 
5 to the end of the opening with a 
j fmger. The examining physi- 
3 dans were unable to explain 
why they could find no bullet 
1 or point of . exit. 

i “Unknown to agents, . the 
’ physicians eventually were able 
^ to trace the path of the bullet 
I through the body. On the morn- 
ing of Nov. 23, 1963, Dr. Humes 
I contacted doctors who treated 
the Presidenf at. Parkland 
Hospital in Dallas, Tex., the 
previous day and confirmed his 
assumption that a tracheotomy 
had been performed using a 
bullet hole in the front of the 
neck as the point of incision.” 
Hoover said the information 
from the two agents present 
during the autopsy was sum- 
marized in an FBI report dated 
Dec. 9, 1963. Hoover continued: 

. “Meanwhile, the clothing worn 
by the President when he was 
shot was examined by the FBI 
Laboratory. This examination 
revealed a small hole in the 
See KENNEDY, Page A-8 
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Continued From Page A-1 
back of his coat and shirt and a 
slit characteristic of an exit hole 
for a projectile in the front of 
the shirt one inch below the 
collar button. A nick on the left 
side of the tie knot, possible 
caused by the same projectile 
which passed through the shirt 
also was noted.” 

Photos of the clothing were 
contained among evidence 
pictured in the Warren Commis- 
sion report, but public display of 
the clothes has been prohibited 
durmg the lifetime of Kennedy 
[relatives. 

Hoover said the lab findings 
■‘clearly indicated the examin- 
ing physicians’ early observa- 
tion that the bullet penetrated 
only a short distance into the 
President’s back was in error.” 
Therefore, in. its report Jan. 
13 the FBI referred both to the 
early observation by the physi- 
cian, and the probability that his 



initial finding was in error in 
view of the laboratory evidence. 
Hoover said. 

Hoover said both the FBI and 
Warren Commission received 
copies of the official autopsy 
^port from the Secret Service 
Dec. 23, 1963. He said since the 
commission had a copy, the FBI 
did not repeat its contents in its 
Jan. 13 report. 

The FBI director also refuted 
a ohar;'a that the FBI altered 
colo'ii ■- -■'a of the assassination 
taken b^ Abraham Zapruder, a 
bystander, who sold the film to 
Lire Magazine. 



“Obtained a Copy” 

_ ^is is totally false,” Hoover 
said. “The FBI never had the 
origmal Zapruder film in its 
possession,” he said. Hoover 
said the FBI “obtained a copy 
of the original uncut film and 
reproduced it for the commis- 
sion, which since has turned it 
over to the National Archives ” 

• Some critics of the Warren 
Commission report recently 
have used the film in an at- 
tempt to support a theory that 
more than one rifleman was in- 
volved in a plot to kill Ken- 
nedy. 



Texas Gov. John B. Connally 
wounded as he sat in front of 
Kennedy m the presidential lim- 
ousine as the assassin struck 
said Wednesday he disagrees 
with the theory that the same 
bullet that apparently passed 
through Kennedy’s neck hit the 
governor in the back. 

Connally said he believes he 
wp wounded by a separate bul- 
let, not by one that first hit 
Kennedy. But Connally said he 
agrees with the Warren Com- 
mission that Oswald alone did 
the shooting and sees no rea- 
son for the investigation to be 
reopened. 




